7irst  Assembly  Church 

Lorain,  Ohio 


FIRST  ASSEMBLY 

Lorain,  Ohio 

A  Friendly,  Full  Gospel  Church,  with  over  10,000 
Sq.  Feet  of  floor  space  to  serve  you.  Located  on 

the  corner  of  Broadway  &  Highway  254. 
Services  -  Sunday:  9:45  &  I  1 :00  A.  M.  &  7:30  P.  M. 
Thursday:  7:30  P.  M. 
Ph.  -  Res.  CHerry  5-5128  —  Church  CEdar  3-5313 
K.  A.  Smith,  Pastor 
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